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ST.  MICHAEL  S  CATHEDRAL.  SPRINGFIELD.  MASS.— 

Cathedral  of  Saint  Michael  the  Archangel,  erected 
1861.  First  consecrated  church  in  New  England. 
Spire  rises   190  feet  above  street  level. 
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